Re:  CPRA  request  (SPBID.2017.07.12.a) 


S  u  b j  e  ct^e^PRArequest(S  P  B I D . 2 0 1 7 . 0 7 . 1 2 .  a ) 

From 

Date:  07/13/2017  11:41  AM 

To:  Public  Records  Request  <publicrecordsrequests@southpark. la > 

Thanks  for  the  quick  response.  This  is  the  part  of  the  process  where 
you,  as  required  by  CPRA,  assist  me  in  making  a  focused  request  which 
will  allow  you  to  locate  responsive  records. 

As  you're  probably  aware,  the  invoices  which  the  BID  received  from 
Devine  Strategies  refer  to  an  "agreement."  Payments  are  made  in 
accordance  with  this  agreement  as  well  as  addendums  to  the  agreement. 

This  agreement,  whether  you  call  it  a  contract  or  not,  is  what  I'm 
looking  for. 

If  that  doesn't  focus  my  request  sufficiently  maybe  you  could  suggest 
records  in  the  possession  of  the  BID  that  explain  the  terms  under  which 
the  BID  and  Devine  Strategies  have  agreed  to  fund  renewal  consultancy. 

For  instance,  when  the  invoice  says  that  a  payment  is  the  third  of  ten, 
how  did  anyone  know  that  there  were  to  be  ten  payments?  This  is  not 
covered  in  the  proposal.  It  must  be  covered  somewhere.  When  an  invoice 
says  that  a  payment  is  for  services  covered  in  the  "agreement  addenda" 
what's  it  referring  to?  Surely  you  all  don't  just  send  subcontractors 
checks  for  tens  of  thousands  of  dollars  without  some  kind  of  contract 
specifying  what  the  money's  for? 

Or  maybe  there  really  is  no  contract  or  agreement?  In  this  case  can  you 
please  send  records  that  show  how  the  BoD  agreed  to  pay  Devine 
Strategies  more  than  $62,500  without  a  contract  in  place? 

Or  are  you  perhaps  claiming  that  the  records  I  seek  are  exempt?  Please 
explain. 

Thanks, 


On  Thu,  Jul  13,  2017,  at  11:32  AH,  Public  Records  Request  wrote: 

There  are  no  additional  documents  responsive  to  your  request.  Thank  you. 

Public  Records  Request 
South  Park  BID 

1100  S.  Flower  St.,  Suite  #3400,  Los  Angeles,  CA  90015 
o.  213  663  1111 

On  7/13/17,  11:27  AH, 
wrote: 

Thanks  for  your  prompt  response,  and  this  is  certainly  an  interesting 
item.  What  I  need,  though,  is  the  contract  rather  than  the  proposal. 

Thank  you  in  anticipation  of  your  further  assistance, 


On  Thu,  Jul  13,  2017,  at  11:24  AH,  Public  Records  Request  wrote: 
>  Thank  you  for  your  request.  Please  see  attached. 
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